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MIMEOGRAPHY (THOUGH GRAPHY) EXPERIMENTS ON THE CONDITION THAT THE 
INSIDE OF DARKEN BOX, WHICH CONTAINED A SILICON PHOTODIODE (SPD), 
WAS CONTINUOUSLY OR INTERMITTENTLY LIGHTED UP BY A LIGHT EMITTING 
DIODE (LED), ARE PERFORMED. WHEN THE SUBJECT (MISTER K I YOTA ) MADE 
MIMEOGRAPHY AGAINST THE SPD IN THE BOX, THE OUTPUT CURRENT AS A 
PARANORMAL PHENOMENA PRODUCED IN THE SPD. 


THE EXISTENCE OF ARTIFICIAL LIGHT SEEMED NOT TO BE AN OBSTACLE FOR, 
THE APPEARANCE OF NENFIELD . IT SEEMS THAT THE APPEARANCE OF 
NENFIELD DID NOT DAMAGE OF AFFECT NOTICEABLY TO THE FUNCTIONS OF SPD 
AND LED. AND THEN THE OUTPUT CURRENT AS A PARANORMAL PHENOMENA 
APPEARED IN THE PRODUCT OF SPD, THEREFORE THE EXPERIMENTS LEAD TO 
THE FOLLOWING. THE NENFIELD HAD TO HAVE THE PROPERTIES OF LIGHT, 
AND ACTED ON THE SPD, THEN IT CHANGED INTO THE ELECTRIC CURRENT BY 
THE FUNCTION OF SPD. 
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